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UNCLAS SAN SALVADOR 1445 

EO 11652: N/A 
TAGS: BTIO ES 

SUBJ: EARLY WARNING: $976,000 INFRASTRUCTURE (LAND URGANIZING) 

WORK 

REF: STATE A266 

1. THE SEMI-OFFICIAL "FOUNDATION FOR BUILDING HOMES FOR 
WORKERS OF EL SALVADOR" "FUNDACION SALVADORENA DE DESARROLLO 
Y VIVIENDA MINIMA") INVITES URGAN DEVELOPMENT HOME BUILDING 
ENGINEERING FIRMS, FROM WORLD BANK MEMBER COUNTRIES AND FROM 
SWITZERLAND, TO SEND INFORMATION ON QUALIFICATIONS PERMITTING 
THEM TO BID ON TENDERS FOR THE COMPLETE OR PARTIAL INFRASTRUCTURE 
WORKS, ESTIMATED AT $976,000 COVERING THE FOLLOWING THREE 
PROJECTS: (A) "EL ANGEL", LOCATED IN SONSONATE: (1) LAND 
T ,EVEI ,1 JTNG/GR APING: 25,000 CUBIC METERS; (2) A 3,100 METER-LONG 
SEWERAGE PIPELINE, WITH MANHOLES, MADE WITH 8 INCH DIAMETER 
CEMENT TUBES (AVAILABLE LOCALLY); (3) AN 800 METER- LONG 
RAIN/STORM WATER SEWER PIPELINE, WITH MANHOLES, MADE WITH 
12 TO 42 INCH DIAMETER CEMENT TUBES (AVAILABLE LOCALLY), AND 
(4) A 3,000 METER-LONG POTABLE WATER PIPELINE, MADE WITH 2 
TO 4 INCH DIAMETER STEEL PIPES, INCLUDING VALVES AND HYDRANTS. 

ALL AT AN ESTIMATED COST OF $232,000. A TOTAL OF 550 HOMES 
WILL BE BUILT ON THIS SITE. (B) "AN MIGUEL", LOCATED IN 
SAN MIGUEL: (1) LAND LEVELLING/GRADING: 60,000 CUBIT METERS; 

(2) A 6,000 METER-LONG SEWERAGE PIPELINE, WITH MANHOLES, MADE 
WITH 8 INCH DIAMETER CEMENT TUBES; (3) A 1,800 METER-LONG 
RAIN/STORM WATER SEWER PIPELINE, WITH MANHOLES, MADE WITH 12 
TO 48 INCH DIAMETER CEMEOT TUBES, AND (4) A 5,600 METER-LONG 
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PIPES INCLUDING VALVES AND HYDRANTS, ALL AT AN ESTIMATED COST 
OF $520,000. A TOTAL OF 1,000 HOMES WILL BE BUILT ON THISE SITE. 

(C) "EL NARANJO”, LOCATED IN USULUTAN: (1) LAND 
LEVELLING/GRADING: 30,000 CUBIC METERS; (2) A 3,0:0 METER-LONG 
SEWERAGE PIPELINE, WITH MANHOLES, MADE WITH 8 INCH DIAMETER CEMENT 
TUBES; (3) AN 800 METER-LONG RAIN/STORM WATER SEWER PIPELINE, 

WITH MANHOLES, MADE WITH 12 TO 48 INCH DIAMETER CEMENT TUBES, 

AND (4) A 3,000 METER-LONG POTABLE WATER PIPELINE, MADE WITH 
2 TO 4 INCH DIAMETER STEEL PIPES, INCLUDING VALVES AND HYDRANTS. 

ALL AT AN ESTIMATED COST OF 224,000. A TOTAL OF 450 HOMES WILL 
BE BUILT ON THIS SITE. 

2. INFORMATION BIDDERS' QUALIFICATIONS MUT BE RECEIVED NLT 
MAY 5, 1975 AT: 

OFICINA CENTRAL 

FUNDACION SALVADORENA DE DESARROLLO Y 
VIVIENDA MIMIMA 

18 AVENIDA NORTE 633; APARTADO POSTAL (06) 421 
SAN SALVADOR, EL SALVADOR 
CENTRAL AMERICA 

3. THE INFORMATION SHOULD INCLUDE: (1) BIDDERS' EXPERIENCE IN 
INFRASTRUCTURE AND HOME-BUILDING PROJECTS, (2) STATEMENT OF 
THEIR FINANCIAL RESOURCES, (3) DESCRIPTION OF THEIR ORGANIZATION, 

(4) BANKING REFERENCES, (5) ANY ADDITIONAL INFORMATION WHICH 
MAY HELP IN JUDGING THEIR CAPABILITIES, (6) INDICATE ON WHICH 
PROJECT THE BIDDER WHISHES TO PARTICIPATE, AND (7) NAME OF 
BIDDERS' COUNTRY OF RESIDENCE. 

4. THE FOUNDATION’S MANAGER INFORMED US THAT U.S. BIDDERS MAY 
SEND THE REQUESTED DATA IN ENGLISH, HOWEVER, WE BELIEVE INFOR- 
MATION SENT IN SPAINISH WOULD BE MORE EASILY UNDERSTOOD BY 
SALVADORAN OFFICIALS. 

5. THESE PROJECTS WILL BE FINANCED WITH A LOAN PROVIDED BY THE 
INTERNATIONAL BANK FOR RECONSTRUCTION AND DEVELOPMENT (WORLD BANK). 
CAMPBELL 
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